X.
A FIND OF COINS AT CBEDITON, N, DEVON.
ON the 15th October last, whilst some alterations were being carried out to a building forming a part of the parish church of Credit on, in Devonshire, a large hoard of English silver coins was discovered. The building where the find took place consists of three storeys. The ground-floor is occupied by the vestry. Above that are two small rooms, and above these, on the second floor, a large room which is used by the governors of the church for their meetings. These governors are a body of twelve men, supposed to be yeomen of the parish, and they hold that position by virtue of an ancient charter. The two intermediate rooms, between the vestry and the governors' room, were formerly used, one as a plumbery, the other as a kitchen, but more recently they served as lumber-rooms. These, as well as the governors* room, are approached by a spiral staircase, and are built against the outer wall of the church. It was whilst carrying out some repairs in the plumbery, in the process of converting it into a vestry for the choir, that the discovery took place and in the following manner.1
1 The particulars relating to the actual finding of the coins have been furnished by Mr. L. A. D. Montague, a member of our Societv.